Plant pH Preference List 


STRAWBERRY 5.0 - 7.5 

WATERMELON 5.5 - 6.5 

VEGETABLES & HERBS 


FLOWERS, TREES & SHRUBS FLOWERS, 

ASPERULA 6.0-8.0 LAUREL 

ASPHODOLINE 6.0-8.0 LAVENDER 

ASTER 5.5 - 7.5 LIATRIS 
























